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Message Text 


UNCLASSIFIED 

PAGE 01 DOHA 00981 100958Z 

11 

ACTION COME-OO 

INFO OCT-01 NEA-10 ISO-OO EB-07 /018W 

019504 

P 100940Z AUG 75 

FM AMEMBASSY DOHA 

TO SECSTATE WASHDC PRIORITY 0781 

UNCLAS DOHA 0981 

E.O. 11652: N/A 
TAGS: BEXP QA 

SUBJ: MAJOR PROJECT: SUBCONTRACT FOR DOHA HOSPITAL 

REF: STATE 188864 

1. WE CONTACTED LLEWELYN DAVIES RESIDENT ARCHITECT JOHN 
FERGUSON WHO INFORMED US THAT CHEMI-TRON STILL HAS TIME 
TO PREQUALIFY. TENDER DOCUMENTS HAVE BEEN PREPARED AND 
WILL BE SENT OUT IN APPROXIMATELY ONE WEEK. 

2. FERGUSON SUGGESTED THAT CHEMI-TRON TELEX RPT TELEX 
INFORMATION ON PREVIOUS MEDICAL GAS SYSTEMS FIRM HAS IN- 
STALLED. SHOULD INCLUDE NAME AND LOCATION OF HOSPITAL, 
DATES, SCOPE OF WORK AND VALUE OF CONTRACT. HE ADDED 
THAT INFORMATION ON PROJECTS OUTSIDE OF MEDICAL GAS FIELD 
NOT RPT NOT NECESSARY. CHEMI TRON'S RESPONSE SHOULD REACH 
FERGUSON NOT LATER THAN AUGUST 12. 

3. TELEX FOR LLEWELYN DAVIES IS DAYQAT 4329 DH RPT DAYQAT 
4329 DH. ATTENTION J. FERGUSON. ABOVE TELEX SHOULD BE 
USED INSTEAD OF THAT PROVIDED DOHA 0601. 
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Current Classification: UNCLASSIFIED 
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Copy: SINGLE 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
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Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975DOFIA00981 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750276-0251 
From: DOHA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750865/aaaacfcq.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Previous Classification: n/a 
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